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NO. S-77-03-c2^ 


SPECIAL ORDINANCE NO. S- 


7 /- '77 


AN' ORDINANCE approving a contract with 
Earth Construction & Engineering Inc., 
for Repair of Sanitary Sewer. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
JAYNE, INDIANA: 

SECTION 1. That the contract dated December 14, 1976, 
>etween the City of Fort Wayne, by and through its Mayor and the 
ioard of Public Works and Earth Construction & Engineering Inc., 

:or: 

Repair of Sanitary Sewer on Alley between Lake and 

Dearborn Street. 

:or a total cost of $33,617.07, all as more particularly set forth 
.n said contract which is on file in the Office of the Board of 
’ublic Works and is by reference incorporated herein, made a part 
tereof and is hereby in all things ratified, confirmed and 
Lpproved. 

SECTION 2. This Ordinance shall be in full force and 
iffeet from and after its passage and approval by the Mayor. 












Read the first time in fall and on motion by 


, seconded by 


_> and duly adopted, read the second time by title and referred 

to the Committee on 


_(andr- the -Cit^-ElarL Commission for 


recornmencTation) and Public Hearing to be held after due legal notice, at the Council 


Chambers, City-County Building, Fort Wayne, Indiana, on 

of 2 > 19 76, at~ 


_, the day 


DATE 


= 77 - 


CITY CLERK 

Read the third time in full and on motion by 
seconded by_ 


'A* 




and duly adopted, placed on its passage. 


PASSED [ by the following vote: 



AYES , 

NAYS 

ABSTAINED 

ABSENT TO-WIT: 

TOTAL VOTES 1 Y\ | 

cX 
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1 f 1 1 

BURNS 

LS 



( 

HINGA 
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HUNTER 





MOSES 
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NUCKOLS 
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SCHMIDT, D. 

l/ 




SCHEMDT, V. 
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STIER 

iS 




TALARICO 
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DATE: 






CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (ZONIN G MAP) f GENERAL ' J ' "( ANNEXATION > f SPECIAL) ( APPROPRIA TION^- 

7 /-77 <>n the^ Qrfzp "tt-A’Jd ay of 


ORDINANCE (bRESOBUTTON) N< 

ATTEST^ _ f .SEAL) 


7 

197 / 6 . 


CITY CLERK “ PRESIDING OFFICER * “ 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of _ _, 19l/, at the hour of //*#€> o ' clock \1.,E.S.T. 



CITY CLERK 

Approved and signed by me this ^7^/jfeg-d ay of 




_, 19 ^ 6 , 


at the hour of 






































































































Bill No. 


S-77-03-20 


We, your Committee on 


REPORT OF THE COMMITTEE ON PUBLIC WORKS _ 

PUBLIC WORKS _______ to whom was referred an Ordinance 


approving a contract with Earth Construction & Engineering Inc., 


for Repair of Sanitary Sewer 


have had said Ordinance under consideration and beg leave to report back to the Common 













































Memorandum 


To 

BOARD OF PUBLIC WORK'S 

. Date 

2/18/7.7 


PH IT,IP R. BOLLER 



Subject 

EMERGENCY SEWER REPAIR. B.O. 90-76 




COPIES TO: 



boot of 



Attached for your reviexv and action is a final billing from 
Earth, Inc. for subject repair in the amount of $33,617.07. 

On Feb. 17, 1977 a meeting was held in the 7th floor Conference 
Room with Messrs. Lougheed, Cleveland, Morreale, Embury and 
the undersigned to determine the cause and justification for 
the overrun on this repair. It was concluded from this meeting 
that, while this final billing was higher than the contractor's 
original estimate for this project, the final costs are real 
and justified for the following reasons: 



The concrete pavement restoration for the alley 
exceeded the original estimate. 

Some small additional pipe installation was 
required to complete the work satisfactorily. 

The contractor, by both the evidence submitted in 
the attached letter and documentation reviewed 
by this department, under-estimated his trucking 
costs for hauling out the excavated material and 
hauling in the required granular backfill. 


The xrork has been completed satisfactorily and in accordance with 
our specifications; therefore, we are recommending to the Board of 
Public Works that payment be made from the attached invoice and 
claim from Earth Construction & Engineering, Inc. in the amount of 
$33,617.07. 


Respectfully submitted. 


C- U CsiMteJl 


i?hilip df.Boller, P.E. 

Chief Water Pollution Control Eng. 


PRB/DE/iw 
Att. . 

cc: H. Biggs 

J. Morreale 










No. 2337 


“We Do Anything in Earth" " 



CONSTRUCTION TRT-f^ 
& ENGINEERING JLll • 


3333 ENGLE ROAD PHONE 210 744-1101 

P. O. BOX 477 FORT WAYNE. INDIANA 4BB09 


©SEWERS 
© GRADING 
@ STREETS 

© EXCAVATING 


r 

50LD 

to City of Fort Wayne, 

Board of Public Works 
| Fort Wayne, Indiana 


n 

j 


DATE 

JOB NUMBER 

CUSTOMER’S ORDER NO. 

TERMS 


12 / 14/76 

Lake & Dearborn 


NET 10 DAYS 



Repair of Sanitary Sewer on Alley between Lake and Dearborn St. 


Total amount earned 


$ 33 , 617.07 



ORIGINAL INVOICE 









?ojm Pt*e*y4s4 fcrj Stitt* Sotard oi Aasoucl* 


Ca-r (TiosM hra 2S*. 


CLAIM 

A CLAIM TO as PROPERLY ITEMIZED. MUST SHOW KIND OF SERVICE. WHERE PERFORMED. DATES SERVICES RENDERED. BY WHOM. 
RATS PER DAY. NUMBER OF HOURS. RATS PER HOUR. PRICE PER FOOT. PER YARD. PER HUNDRED. PER POUND. PER TON. ETC. 

CITY OF Ft. WAYNE. INDIANA 

On Account of Appropriation for To-—--Dr. 


Addr888. 


19 

OT?o£h 

NO. 

ITEMIZED CLAIM 

DOLLARS CTS. 





Repair of sanitary serwr at alley between Lake and 











Dearborn Street, as per our invoice #2337 











dated December 17* 1976. 
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Pursuant to the provisions and penalties of Chapter 155. Acts of 1953. 

I hereby certify that the foregoing is just and correct that the amount claimed is legally due. after allowing all 
just credits, and that no part of the same has been paid 

Earth Construction & Engineering, Inc. 


DATE_---December_Ji(--— 1 9—2L. 


±i 


Donald H. Cleveland 


Bu sine ss Manager 

TTHLS 


FEB 1 7 1977 

..■ Uept. 

iVy UuiUin3. C.vj .m «. 

I t, Wayne. Indiana 46802 
















































CLAIM NO_WARRANT NO. 


IN FAVOR OF 


CLAIM NO_WARRANT NO. 

I have examined the within claim and here- —-— 

by certify as follows: — 

That it is in proper form. 

That it is duly authenticated as required by law. 1N FAy0R OF 

_ , , (contract 

That it is based upon 1 3tatuatory authority 

„ correct 

Ibat it is apparently incorrec , --- 


S 

ON ACCOUNT OF APPROPRIATION 
For-—- 


IN THE SUM OF $_ 


f. z 

> nt 



0 



s-— 

ON ACCOUNT OF APPROPRIATION 

FOR------ 


ALLOWED- 

IN THE SUM OF S. 


























































ii. Or (Xini-'i'ViCf: SPECIAL ORDIN ANC E NO. 3 sal 

IKfViTOHf RfflESTIfB KiDliiAMCE bom® of public works 


77-<0-^D 

SYNOPSIS OF OPJHMAFICE co vers proposed payment to earth construction & engineering, inc. 

FOR EMERGENCY REPAIRS TO SANITARY SEWER ON ALLEY BETWEEN LAKE' 'AND' DEARBORN' STREETS, 
COMPLETED SATISFACTORILY. 


ATTACHMENT: ITEMIZED INVOICE NO. 2337 


TOTAL COST $33,617.07 


EFFECT OF PASSAGE for payment of e mergency wor k performed satisfactorily by 


CONSTRUCTION & ENGINEERING, INC. 


EFFECT OF TiQ'j-PASSAGt unable to pay invoice submitted for pay ment. 


MQ'iEY INVOLVED (Direct costs. Expenditures, Savings)c ity utilities 


WATER POLLUTION 


CONTROL ENGINEERING DEPARTMENT IN A1VDUNT OF $33,617.07. 


ANSI'A }) TO CCi'Ii'ilTE 


EP 












































